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Subj: Summary of Present Knowledge of Allender Scale Weights 
Date: 07/12/2004 4:03:33 PM Central Daylight Time 
From: NECIMA 


To: —-RHWillard, Jerryneva, i ich urs, 
Dear All, 


i'm off to London to see the Queen and then to NorthWest Italy to see the Peasants, which will keep me away 
from Allender for about a month. 


| want to thank each of you for your contribution and encourage you to hunt for more Allender weights that may 
help explain the apparent confusion. 


Here is the "Hard" data | now have 

Ruth's two Weights Made by Husband Will, 

One marked with a "W" 0.872" Tall 0.497” Dia 11.3320 Grams 

One with a Leaded off ctr hole 0.871" Tall 0.513" Dia 11.8200 Grams 


Weight made by me, Designed by Jerry Wilson 11.6000 Grams 
Weight from Wilson's Gold Coin & Lever Arms 11.7924 Grams 


Weights from Five Scales owned by Eric Newman 11.6800 


See 7-7-04 Willard e-mail 11.7200 
11.7800 
11.8100 
11.8500 
Mean & Standard Deviation of Eric Newman's 11.7680 +0.06834 


This value is withing 0.21% of my Calculated value of 11.7924 Grams 
Here is the measurment of Joe Lenorovitz's weight 11.8728 Grams 


We must remember that we are thinking of a time before the U.S. Civil War. It was in that war that 
interchangeable parts for guns were invented, so it is quite feasible that we are seeing exactly what was 
produced. Eric Newman tells us that there were actually 8 different Allender versions. Though their weights may 
be the same mass weight, they are not necessarily of the same configuration. In my design, | have two 
configurations, one for early Five Hole Allenders, and a different one for the six holer with steps matching the two 
different Gold Dollar diameters. If Eric would like to comment on whether there were 8 different weight designs, | 
would certainly listen. 


In order to increase my calcuation's accuracy, | am redoing my measurements of the lever arms, having them 
done by an external individual whose work is generally more precise than mine. He is using a matched rod in the 
center hole of each coin location and subtracting half the diameter. He is also complaining that those holes are 
not excactly the same diameter! 


As Ruth suggests, with your continued cooperation, acknowledging all your help, | will prepare some sort of EQM 
article revealing our research and results. 


Now, Off to get my bag packed and hunt up some pounds, Euros and even some old left over Lira. 


Norm Cima 
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